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(2)  " inventor" does not include the importer into British
India of a new invention unless he is the actual inventor :

(3)  "applicant" means a person who has applied under this
Part for leave to file a specification of an invention, whether he
has filed the specification or not:

(4)  "assign" includes a grantee of the exclusive privilege
of making, selling or using an invention, or of authorizing others
so to do, during the term for which the privilege is to continue
or may "be extended, or for any shorter term :

(5)  " inventor," " actual inventor " and " applicant" include
the executors, administrators or assigns of an inventor, actual
inventor and applicant, as the case may be:

(6)  " manufacture" includes any art, process or manner of
producing, preparing or making an article, and also any article
prepared or produced by manufacture:

(7)  " write " includes print, lithograph, photograph, engrave,
and every other mode in which words or figures can be expressed
on paper or on any substance :

(8) " Secretary " means a Secretary to the Government of India
appointed by the Governor General in Council to discharge the
functions of the Secretary under this Act, and includes any
under-secretary, assistant-secretary or other officer subordinate
to the Government of India to the extent to which such officer
may be authorized by general or special order of the Governor
General in Council to discharge any of those functions :

(9)   " District  Court" has  the meaning assigned to  that
expression by the Code of Civil Procedure : and

(10)   "High  Court"  has the   meaning   assigned   to   that
expression by the Code of Criminal Procedure, 1882, in reference
to proceedings against European British subjects.

Application for leave to file specification.

5. (1) The inventor of a new manufacture, whether he is a
British subject or not, may apply to the Governor General in
Council for leave to file a specification thereof.

(2)   The   application must be in writing  signed   by  the
applicant and in the form or to the effect of the second schedule if
the inventor has not obtained a patent in the United Kingdom,
and in the form or to the effect of the third schedule if he has
obtained a patent in the United Kingdom.

(3)  It must state the name, occupation and address of the
applicant, and, where a patent has been obtained in the United